PERRY  METHODIST  CHURCH 
Perry,  Georgia 

This  beautiful  Church  has  been  a  landmark  in  down- 
town Perry  for  over  100  years.  The  present  building 
was  begun  in  I860  and  is  said  to  be  a  perfect 
example  of  Colonial  Architecture. 
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